From: NC Gov, Cooper [no-reply@nc,gov] 

Sent: 1/25/2018 2:52:25 PM 

To: contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 

Subject: Form submission from: Contact Governor Cooper 

Submitted on Thursday, January 25, 2018 -2:52 pm 

Submitted by anonymous user: 10.10.15.8 

Submitted values are: 

First Name Cathy 
Last Name Buckley 
City Raleigh 
State NC 

Email cbuckleycc@gmail.com 
Phone Number 781 727 7077 
Message 

Dear Governor Cooper. 

Please reconsider your decision to approve the Atlantic Coast Pipeline. It is a project that portends much risk for 
NC, and much gain only for the fossil-fuel industry. We need to move aggressively toward locally-generated 
wind and solar power, for our economy, for jobs, and for our children's safe habitat in the coming years. 

Pouring more money into a now-dangerous and soon-to-be-passe industry is not wise or safe. Thank you for 
your consideration. 

It was a pleasure to meet you last October at the home of Elisabeth and Todd McGowan. And thank you for 
your most gracious follow-up note. 

- Cathy 

The results of this submission may be viewed at: 
https://governor.nc.gOv/node/l l/submission/28029 


fcSjKl correspondence to end from this address may be subject fo the North Caroline Panffc Records Law and may no disclosed to third parties by an authorized 
state official. 



